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E.O. 11652: N/A 
TAGS: NATO, ENRG, IT 

SUBJECT: CCMS: ENERGY CONSERVATION PROJECT (MODULAR INTEGRATED 
UTILITY AND TOTAL ENERGY SYSTEMS - MIUS) 

REF: STATE 186855 

1. PROF. SILVESTRI AND MOST OF DELEGATES TO DETROIT CONFERENCE 
STILL ON LEAVE UNTIL SEPT. 2. HOWEVER NO DIFFICULTY IS EXPECTED 
IN ARRANGING MEETING FOR MENCHER AND HARRIS WITH SILVESTRI 
ON SEPT. 9 AS REQUESTED. 

2. PROF. WELTVREDEN AND DR. SUDARSKIS OF INTERNATIONAL 
INSTITUTE FOR MANAGEMENT OF TECHNOLOGY AVAILABLE FOR MEETING 
WITH HARRIS ANY TIME ON SEPT. 9.VOLPE 
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